Duncan Hines and AAA Recommended 

CACTUS MOTOR LODGE 

Air Conditioned 

One of New Mexico's Outstanding Motor Courts. 
Located at the East Entrance of 
TUCUMCARI, NEW MEXICO, on Hiway 66. 

Tile tub and shower baths, each with individual 
heating unit. Double insulated walls. Carpeted 
floors. Steam heat. Enclosed and locked garages. 
Free radios. Phone 600. 

Member Best Western Motels 
Mrs. I. E. Perry, Owner 
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One-Half Mile East on U. S. Highway 66 









